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ij 


headquarters 


HOME 


AIR DEVELOPMENT CENTER 

AIR RESEARCH ond DEVELOPMENT COMMAND 


ADDRESS REPLY TO: 

COMMANDER 
ROME AIR DEVELOPMENT CENTER 
AIR RESEARCH 8. DEVELOPMENT COMMAND 

ATTK1 . RCW 

GRIFFISS AIR FORCE BASE, NEW YORK 


Griffith Air Forte Bote 


New York 


25X1 A 


25X1 A 


uCT 1 8 ISbB 

2U30 a. Street 
Washington, D. C. 


Dear 

In response to your verbal invitation of 12 October 1956, 
the following personnel from this Center would be pleased o 
attend your briefing on "Mechanized Data Handling Techniques : 


Lt Col Milton E. Wills 
Capt John A. Thompson 
Mr Robert F. Samson 
Mr Nathaniel J. Miullo 
Mr A1 DeLucia 


It is requested that It Col Wills be notified of the time 
and place where this conference will occur. 


Sincerely yours. 









